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[Abstract:] Reports $6800 as the Expenses in his Dept... 1208 


Coiner’s Department. 





Mint of the United States 
At Philadelphia. 
December 11, 1880 


Hon. A. Loudon Snowden 
Superintendent. 


Sir: 


In reply to your inquiry of 8th inst., as to “what proportion of the expenses of this 
Department are legitimately employed in the coinage of $800,000 Standard Silver Dollars” I 
have the honor to state, that it would require the expenditure of $6,800, so produce the amount 
named. 


Very Respectfully 
Your Obt. Servant 
O.C. Bosbyshell 
Coiner. 


